To:  McClain-Vanderpool,  Lisa[Mcclain-Vanderpool. Lisa@epa.gov];  Peterson, 

Cynthia[Peterson. Cynthia@epa.gov] 

From:  Schmittdiel,  Paula 

Sent:  Thur  8/27/2015  6:24:17  PM 

Subject:  RE:  fact  check  please  for  Wall  Street  Journal 


See  my  changes  (explanations)  in  red  below.  Probably  more  detail  than  you  need  or 
asked  for. 


Paula  Schmittdiel 
Remedial  Project  Manager 
U.S.  Environmental  Protection  Agency 
1595  Wynkoop  St. 

Denver,  CO  80202 
Office;  303-312-6861 
Fax:  303-312-7151 
Cell:  720-951-0795 


From:  McClain- Vanderpool,  Lisa 
Sent:  Thursday,  August  27,  2015  9:03  AM 
To:  Schmittdiel,  Paula;  Peterson,  Cynthia 
Subject:  fact  check  please  for  Wall  Street  Journal 


Is  this  correct? 


In  the  Sampling  Activities  Report  (September,  2006)  - prepared  as  part  of 
Gladstone  Targeted  Brownfield  Assessment,  water  quality  sampling  data  from  July 
2005  (post  bulkhead  at  the  American  Tunnel  (AT))  was  compared  to  water  quality 
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data  from  1996-1999  (pre-bulkhead  of  the  AT).  The  comparison  showed  that 
water  quality  had  deteriorated  since  the  removal  of  the  water  treatment  plant  at 
Gladstone  and  the  installation  of  the  bulkheads  in  the  AT.  Water  quality 
comparison  were  made  of  sampling  data  from  the  American  Tunnel,  the  Mogul 
mine  adit,  the  Red  & Bonita  mine  adit,  the  Upper  Gold  King,  Level  7 mine  adit 
and  Cement  Creek  downstream  of  the  AT.  EPA  began  weighing  a Superfund 
designation  in  approximately  2009.  EPA  sent  104(e)  letters  in  January  2013  to 
Kinross  Gold  Corp.,  a large  Canadian  mining  company  that  now  owns  the 
Sunnyside  mine  and  XX  and  XX. 


Lisa  McClain-Vanderpool 

Public  Affairs  Specialist/Media  Officer 

Office  of  Communications  and  Public  Involvement 

US  Environmental  Protection  Agency,  Region  8 

1595  Wynkoop  Street 

Denver,  Colorado  80202 

Office  303.312.6077 

Cell  303.501.4027 
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